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Abnormalities and Deformities: See under 
names of diseases, organs and regions, as 
Arteries; Face; etc. 

Abscess: See under names of organs and re- 
gions, as Cerebellum; Lungs; Nasopharynx; 
Nose, septum; Temporal Bone; etc. 

Adenoids, treatment of adenoid septicemias by 
crushing vegetations with finger, 380 

Adolescence, sound plate registration of voice 
disturbance during puberal change of voice, 


Adrenal Preparations, effect of hot foot baths 
on vasomotor rhinitis; observations by 
means of epinephrine probe test, 253 

Agranulocytosis: See Angina, agranulocytic 

Air, influence of variations of oxygen and car- 
bon dioxide tension in inspired air on 
hearing, nystagmus and after-images, 723 

Alexander, S. A.: Bacteriologic studies in 
acute and chronic maxillary sinusitis, *665 

Allergy: See Anaphylaxis and Allergy 

Amano, K. W.: Pipe-stem impacted in tonsil 
for 15 months; report of case, *479 

American Academy of Ophthalmology § and 
Otolaryngology, scientific exhibit, 615 

Amygdalectomy: See Tonsillectomy 

Anaphylaxis and Allergy: See also Hay Fever 

comparison of intradermal and intramucosal 
tests in cases of allergic rhinitis, *679 

experiences with spleen extract in treatment 
of allergic diseases, 387 

investigation of part played by allergy, or 
sensitization, as factor in predisposing 
mucous membrane of nasal passages and 
paranasal sinuses to infection and its bear- 
a on treatment of disease of these cavities, 
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some rare forms of allergy, 387 
Anemia, esophageal lesions encountered in 
cases of dysphagia with anemia, 493 
Angina, agranulocytic; relationship between 
agranulocytosis and infectious mononu- 
cleosis, 385 
granulocytic, report of 3 cases with 2 fatali- 
ties, *310 
Anomalies: See under names of diseases, or- 
gans and regions 
Anson, B. J.: Histologic changes in temporal 
a in osteitis deformans (Paget’s disease), 
5 


Antrum: See also Sinuses, Nasal 
bacteriologic studies in acute and chronic 
maxillary sinusitis, *665 
floor of maxillary antrum, 715 
improved antrum needle, *229 
nasal origin of septicemia in new-born in- 
fant, 715 
puncture, death during; forensic case, 384 
Apparatus: See also Instruments 
simple manikin with electrically actuated 
bronchus for bronchoscopic demonstrations, 
*690 
transilluminator for eyes and accessory nasal 
sinuses, *593 
Aquaeductus Cochleae: See under Temporal 
Bone 
Army Medical Museum, registry in otolaryn- 
gological pathology, 733 
Arteries: See also Blood pressure; Blood 
vessels ; Thrombosis; etc. 
anomalous vascular lesion in cerebellopontile 
angle; severe neuralgic pain in ear and 
profound nervous disturbance; operation 
and recovery, *642 
carotid, hemiplegia following ligation for 
pharyngeal hemorrhage, 729 
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Arthritis deformans; pathogenesis and therapy 
of Still’s disease, 256 

Asphyxia; smoke asphyxia, 721 

Audiometer: See Hearing, tests 

Audition: See Hearing 

Auditory Organ: See Ear 

Auro-Detoxin: See under Gold 

Aviation, medical aspects of, *139 


Bacteria, abortus and melitense group; brucel- 
losis in otolaryngology, *441 
bacteriologic studies in acute and chronic 
maxillary sinusitis, *665 
Diphtheria: See Diphtheria, bacilli 
Barker, D. C., Jr.: Peroral endoscopy, *351 
Basilar Membrane: See Labyrinth 
Bast, T. H.: Development of otic capsule; 
fetal and infantile changes in  fissular 
region and their probable relationship to 
formation of otosclerotic foci, *509 
Baths, effect of hot foot baths on vasomotor 
rhinitis ; observations by means of epineph- 
rine probe test, 253 
Belemer, J. J.: Vessels of stria vascularis with 
reference to their function, *93 
Benzedrine, simple method of introducing 
benzedrine vapors into eustachian tube, 
692 
Bernstien, P.: Rhinitis caseosa; analysis of 
literature and report of case, *449 
Blood, Diseases: See Anemia; Leukemia; etc. 
methods of demonstration and clinical as- 
pects of mitogenetic radiation of, 603 
pressure, low; hypotension and its relation 
to brain and ear, 717 
Bones, Diseases: See Osteitis 
fragile, blue sclerotics and deafness, 245 
fragility; histologic structure of temporal 
bone in congenital and late osteogenesis 
imperfecta, 123 


Reviews: 

Allergy of Nose and Paranasal Sinuses; 
Monograph on Subject of Allergy as Re- 
lated to Otolaryngology; F. K. Hansel, 735 

Angines lympho-monocytaires. Agranulocy- 
toses, leucémies-leucopéniques; J. Sab- 
razes, 135 

Chirurgie de l’oreille, du nez, du pharynx et 
du larynx; G. Laurens, 507 

For Stutterers; S. Blanton and M. G. Blan- 
ton, 614 

Hydrocéphalies, aigués et subaigués d'origine 
otique. Accidents méningés otogénes pure- 
ment hypertensifs; R. Bourgeois, 389 

Luftwege, Mund und Ohr. Diagnostik in 
Tabellenform; A. Cemach, 389 

Operative Eingriffe im Gebiete des Ohres, der 
Nase, des Halses: Nach eigenen erfahrun- 
gen Dargestellt; A. Lautenschliger, 735 

Otosclerosis; L. K. Guggenheim, 507 

Recent Advances in Laryngology and Otology ; 
R. S. Stevenson, 265 

Supra-vestibulire System bei den Tieren und 
beim Menschen, mit besonderer Beritick- 
sichtigung der Klinik der Blicklahmungen, 
der sogen. Stirnhirnataxie, der Zwangs- 
stellungen under der Zwangsbewegungen ; 
L. J. J. Muskens, 135 

Voies aeriennes et la tuberculose; G. Port- 
man and H. Retrouvey, 614 


Brain: See also Cerebellum; Nervous System ; 

etc. 

development of nuclei and tracts related to 
acoustic nerve in pig, 489 

effect of closure of nostril on olfactory 
mucous membrane and on bulbus and 
tractus olfactorius, 384 

function of cortical auditory centers; results 
of studies by means of Pavlov’s conditioned 
reflexes, 595 

hypotension and its relation to brain and 
ear, 717 
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Brain—Continued 
tumors; pathology of deafness caused by 
tumors of mesencephalon, 708 
ventricular puncture preliminary to opera- 
tion for acute suppurative petrositis, *35 
Bray-Wever Phenomenon: See Labyrinth 
Bredlau, E. A.: Hemiplegia following ligation 
of carotid artery for pharyngeal hemor- 
rhage, 729 
Bronchi, acute fulminating laryngotracheo- 
bronchitis in adult, *686 
bronchial and tracheal catheterization and its 
clinical applicability, 495 
foreign body in, 504 
pulmonary metastasis from hypernephroma 
with ulceration into bronchus simulating 
primary bronchial carcinoma; report of 
case, *101 
simple manikin with electrically actuated 
bronchus for bronchoscopic demonstrations, 
*690 
Bronchoscopy, bronchoscopic aspects of mas- 
sive collapse, 726 
bronchoscopic studies of abscess of lung, 
*414 
bronchoscopic study of carcinoma of lung; 
analysis of 300 cases of bronchial carci- 
noma with 100 postmortem examinations, 
*526 
Brucella, Abortus and Melitensis Group: See 
Bacteria, abortus and melitense group 
Butt, H. R.: Esophagitis; anatomy and physi- 
ology and review of litereture, *391 
Esophagitis; pathologic and clinical study, 
*550 


Cahill, H. P.: Acute mastoiditis with compli- 
cations, 500 
Chronic mastoiditis with exacerbation and 
facial paralysis, 497 
Chronic suppurative otitis media on left side, 
mastoiditis and intracranial complications, 
498 
Chronic suppurative otitis media on left side 
with polypus and acute labyrinthitis, 499 
Cancer: See also Tumors; and under names of 
organs and regions, as Epiglottis, cancer ; 
Larynx, cancer; Lungs, cancer; etc. 
primary adenocystic carcinoma or cylindroma 
of trachea; report of case, 604 
Carbon dioxide, influence of variations of oxygen 
and carbon dioxide tension in inspired air 
on hearing, nystagmus and after-images, 
723 


Cawthorne, H. J.: Hemiplegia following ligation 
of carotid artery for pharyngeal hemor- 
rhage, 729 

Cells, cytologic study of effects of drugs on 
cochlea, *633 

division; methods of demonstration and clini- 
cal aspects of mitogenetic radiation of 
blood, 603 

Cerebellopontile angle, anomalous vascular lesion 
in; severe neuralgic pain in ear and pro- 
found nervous disturbance; operation and 
recovery, *642 

Cerebellum, spegch disturbances in cases of oto- 
genic cereb®llar abscess, 380 

Cerebrospinal Fluid, pressure; puncture of in- 
ternal jugular vein in cases of mastoiditis, 


Chamberlin, W. B.: Rhinoscleroma; is it in- 
digenous disease? *285 
Cholesteatoma, atypical, 128 
circumscribed meningitis of Broca’s center 
= symptoms of abscess of temporal lobe, 
709 
formation following postfetal occlusion of 
auditory meatus, 127 
primary skin graft in modified (Bondy) radi- 
cal mastoidectomy for preservation of hear- 
ing in cases of genuine cholesteatoma, *222 
secondary; development, destructive effect, 
classification and influence on pneumatiza- 
tion of mastoid, 378 
treatment of cholesteatomatous suppurations 
of middle ear, 125 
Chordoma, spheno-occipital, report of case, *588 
Cigarets: See Tobacco 
Clerf, L. H.: Peroral endoscopy, *351 
Cochlea: See Labyrinth 
i C., Jr.: Brucellosis in otolaryngology, 
41 
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Coombs, A. J.: Tracheotomy with use of valve 
inner tube in case of bilateral abductor 
paralysis, 258 

Covell, W. P.: Cytologic study of effects of 
drugs on cochlea, *633 

Craig, W. McK.: Anomalous vascular lesion in 
cerebellopontile angle; severe neuralgic pain 
in ear and profound nervous disturbance; 
operation and recovery, *642 

Cranium: See also Frontal Bone; Occipital 
Bone; Temporal Bone; etc. 

chronic suppurative otitis media on left side, 
mastoiditis and intracranial complications, 


498 
clinical experiences with fractures of cranial 
base, 388 
intracranial complications arising from basal 
fibroid tumors, 716 
plasmacytoma of petrous temporal bone and 
base of skull, 245 
therapy and prognosis in fractures of cranial 
base with involvement of ear, 599 
Croup, Diphtheritic: See Diphtheria, laryngeal 
Cupula: See Labyrinth 
Curry, L. T.: Carcinoma of epiglottis, 258 
Carcinoma of larynx (inoperable), 257 
Cylindroma, primary adenocystic carcinoma or 
cylindroma of trachea; report of case, 604 
Cysts: See under names of organs and regions, 
as Epiglottis; Larynx; Nasopharynx; etc. 


Davis, D.: Acute fulminating laryngotracheo- 
bronchitis in adult, *686 
Deafness: See also Hearing 
and Paget’s disease, *580 
blue sclerotics and fragile bones, 245 
chronic progressive, including otosclerosis and 
diseases of inner ear, *694 
educational, analysis of over 4,000 cases 
studied during past 25 years, 122, 490, 491 
improvement of hearing of patients with de- 
ficient sound conduction by means of hear- 
ing apparatus utilizing bone conduction or 
air conduction, 709 
pathology of deafness caused by tumors of 
mesencephalon, 708 
performance characteristics of electrical hear- 
ing aids for deaf, *617 
prevention of hard of hearing, 490 
visible effect of faradic current on hearing of 
children who are hard of hearing, 598 
vital function studies; analysis of group of 
children with impaired hearing, 489 
Death during puncture of antrum; forensic case, 
384 


Deglutition, disorders; esophageal lesions en- 
countered in cases of dysphagia with 
anemia, 493 

Diabetes Mellitus, relations between diabetes 
mellitus and conditions in upper air pass- 
ages, 133 

Diathermy: See also under names of organs 
and regions, etc. 

conservative, in otorhinolaryngology and re- 
lated fields, 716 

Dickie, J. K. M.: Chronic progressive deafness, 
including otosclerosis and diseases of inner 
ear, *694 

Di-Ethylene Glycol: See Ethylene glycol 

Diphtheria and scarlet fever in tonsillectomized 
children, 248 

bacilli, does presence in nose and auditory 
meatus involve danger of infection for per- 
sons in environment of bacillus carrier? 494 

laryngeal, intubation for, 131 

nasal antidiphtheria vaccination, 253 

Diplacusis: See under Hearing 

Directory of otolaryngologic societies, 136, 266, 
390, 508, 616, 736 

Drugs, cytologic study of effects on cochlea, 
*633 


granulocytic angina; report of 3 cases with 
2 fatalities, *310 
Durham, 0. C.: Hay fever among Japanese, 121 
Dysphagia: See Deglutition, disorders 


Ear: See also Deafness; Hearing; and under 
names of special structures, i. e., Labyrinth ; 
Mastoid; Tympanum ; etc. 

acoustic stimulation of inner ear by applica- 
tion of sound into cavity of middle ear, *39 

aural complications of epidemic cerebrospinal 
meningitis, 128 
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Ear—Continued 

development of otic capsule; fetal and in- 
fantile changes in fissular region and their 
probable relationship to formation of oto- 
sclerotic foci, *509 

Diseases : See Meningitis, otitic ; Otitis Media; 
etc. 

does presence of diphtheria bacilli in nose and 
auditory meatus involve danger of infection 
for persons in environment of bacillus car- 
rier? 494 

effects of compression of jugular vein on, 246 

Fistula: See Fistula 

formation of cholesteatoma following postfetal 
occlusion of auditory meatus, 127 

histologic variations in middle and inner ears 
of patients with normal hearing, *48 

hypotension and its relation to brain and ear, 
717 


injuries; therapy and prognosis in fractures 
of cranial base with involvement of ear, 599 
Internal: See Labyrinth 
manifestations of leukemia encountered in 
otolaryngologic and stomatologic practice, 
*173 
Middle: See also Otitis Media 
middle ear pressure and auditory acuity, 489 
middle, morphologic development in relation 
to pathogenesis, course and treatment of 
otitis media in children, 246 
middle, treatment of cholesteatomatous sup- 
purations, 125 
pathologic anatomy, 378 
secondary cholesteatoma; development, de- 
structive effect, classification and influence 
on pneumatization of mastoid, 378 
therapeutic use of concentrated streptococcus 
serum of New York State Department of 
Health in patients with infections of ear, 
nose and throat, 493 
threshold of feeling in ear in relation to 
sound pressures, *653 
vestibular tests; their practical application, 
*646 
Electrocoagulation: See under names of organs 
and regions 
Endoscopy, peroral, *351 
Endothelioma of pharynx, 712 
Enlows, E. M. A.: Bacteriologic studies in acute 
and chronic maxillary sinusitis, *665 
Ephedrine in physiologic solution of sodium 
chloride and lateral head-low posture in 
treatment of nose and sinuses, *344 
Epiglottis, carcinoma of, 258 
congenital glosso-epiglottic cyst in infant, 713 
Epinephrine Probe Test: See under Adrenal 
Preparations 
Epipharynx: See Nasopharynx 
Epistaxis: See Nose, hemorrhage 
Equilibrium: See Nystagmus; Posture 
Ersner, M.S.: Variation of pedicle flap for epi- 
theliation of radical mastoidectomy cavity, 
*469 
Esophagitis, anatomy and physiology and review 
of literature, *391 
pathologic and clinical study, *550 
Esophagus: See also Deglutition 
esophageal lesions encountered in cases of 
dysphagia with anemia, 493 
spontaneous rupture in syphilis, 255 
Ethmoid Sinus, fronto-ethmoidal sinusitis ex- 
teriorized, 384 
refinement of external fronto-ethmosphenoid 
operation; new nasofrontal pedicle flap, 
*544 
Ethylene glycol, influence of hygroscopic agents 
—glycerin and di-ethylene glycol—on irri- 
tation from cigaret smoke, *306 
Eustachian tube, simple method of introducing 
benzedrine vapors, *692 
Eyes, paralysis ; ophthalmoplegia associated with 
bony changes in region of sphenoidal 
fissure, 252 
transilluminator for eyes and accessory nasal 
sinuses, *593 


Face, facial and dental deformities due to peren- 
nial nasal allergy in childhood, 492 
Paralysis: See Paralysis, facial 
ulceration of nose and face caused by mycosis 
fungoides, 255 
Facial Canal: See Temporal Bone 
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Fenton, R. A.: Research report on experimental 
and clinical sinusitis, *18 
Fetus, intra-uterine and neonatal otitis; study 
of 7 cases including case of otitic menin- 
gitis, *78 
Fibroma, intracranial complications arising from 
basal fibroid tumors, 716 
Fissula ante fenestram, development of otic cap- 
sule; fetal and infantile changes in fissular 
region and their probable relationship to 
formation of otosclerotic foci, *509 
Fistula auris congenita, 122 
Foreign bodies in bronchus, 504 
laryngeal, unusual, 382 
pipe-stem impacted in tonsil for 15 months; 
report of case, *479 
removal from lower air passages with aid of 
Haslinger bronchoscope, 134 
Fox, C. C.: Set of curets for use in sinuses, 
104 


Frank, I.: Granulocytic angina; report of 3 
cases with 2 fatalities, *310 
Fred, G. B.: Foreign body in bronchus, 504 
Freedman, L. M.: Puncture of internal jugular 
vein in cases of mastoiditis, *29 
Frontal Bone, nasofrontal connections; study 
based on 100 consecutive dissections, *322 
Frontal Sinus: See also Sinuses, Nasal 
fronto-ethmoidal sinusitis exteriorized, 384 
obliterative frontal sinusitis, *267 
refinement of external fronto-ethmosphenoid 
operation; new nasofrontal pedicle flap, 
*544 


Ganglion, otic, 597 

Gangrene, gas phlegmon originating in oral in- 
fection, 386 

Glasses, experiences with magnifying spectacles 
in otolaryngologic operations, 387 

Glycerin, influence of hygroscopic agents— 
glycerin and di-ethylene glycol—on irrita- 
tion from cigaret smoke, *306 

Gold preparation, therapeutic value, 495 

Goldman, I. B.: Bronchoscopic studies of ab- 
scess of lung, *414 

Goodale, R. L.: Acute mastoiditis with compli- 
cations, 500 

Chronic mastoiditis with exacerbation and 
facial paralysis, 497 
Chronic suppurative otitis media on left side 

with polypus and acute labyrinthitis, 499 

Gould, S. E.: Spheno-occipital chordoma; re- 
port of case, *588 

Gradenigo’s Syndrome: See under Otitis Media 

Granulocytopenia: See Angina 

Granuloma, contributions to pathologic anatomy 
of ear, 378 

Guttman, M. R.: Primary adenocystic carci- 
noma or cylindroma of trachea; report of 
case, 604 


Hartig, H. E.: Performance characteristics of 
electrical hearing aids for deaf, *617 
Hay Fever: See also Rhinitis, vasomotor 
among Japanese, 121 
Head band, new, *592 
Hearing: See also Deafness 
acoustic stimulation of inner ear by applica- 
tion of sound into cavity of middle ear, *39 
clinical aspects of diplacusis, 708 
determination of upper limit of range of hear- 
ing, 378 
functional examination, *105 
histologic variations in middle and inner ears 
of patients with normal hearing, *48 
influence of variations of oxygen and carbon 
dioxide tension in inspired air on hearing, 
nystagmus and after-images, 723 
middle ear pressure and auditory acuity, 489 
perception and conception, particularly in re- 
gard to hearing, 596 
primary skin graft in modified (Bondy) radi- 
cal mastoidectomy for preservation of hear- 
ing in cases of genuine cholesteatoma, *222 
relation of stapedius reflex to hearing sensa- 
tion in man, *671 
tests; evaluation of tuning forks for use in 
routine practice and some comparisons with 
audiometers, 605 
tests; methods of testing and management of 
deafened school child, 122 


j 
d 


INDEX TO 


Hearing—Continued 
tests; methods of testing hearing in infants 
and young children, 595 
threshold of feeling in ear in relation to sound 
pressures, *653 
Hemangio-endothelioma, cavernous, of nose, *98 
Hemangioma of nasal septum; report of 3 cases, 
*682 
Hematoma and abscess of nasal septum and 
their complications, 602 
Hemiplegia following ligation of carotid artery 
for pharyngeal hemorrhage, 729 
Hemsath, F. A.: Intra-uterine and neonatal 
otitis; study of 7 cases including case of 
otitic meningitis, *78 
Hilding, A.: Physiology 
tract, 718 
Holinger, P. H.: Bronchoscopic 
massive collapse, 726 
Tracheotomy with use of valve inner tube in 
case of bilateral abductor paralysis, 258 
Hollender, A. R.: Scope of physical therapy in 
otolaryngology, *429 
Hulka, J. H.: Simple method of introducing 
benzedrine vapors into eustachian tube, *692 
Hypernephroma, pulmonary metastasis from 
hypernephroma with ulceration into bron- 
chus simulating primary bronchial carci- 
noma; report of case, *101 
Hypotension: See Blood pressure, low 


of upper respiratory 


aspects of 


Infants, New-Born: See New-Born Infants 
Instruments: See also Apparatus 

improved antrum needle, *229 

saw-knife for tonsillectomy, *349 

set of curets for use in sinuses, *104 

simple method of introducing benzedrine 

vapors into eustachian tube, *692 

Intoxication: See Toxemia 


Japanese, hay fever among, 121 
Jaws, ostium maxillare; anatomic 

surgical accessibility, 731 
Jones, J. G.: New head band, 


study of its 
*592 


Kala-Azar: See Leishmaniasis 

Kaplan, A.: Ventricular puncture preliminary 
to operation for acute suppurative petro- 
sitis, *35 

Kasper, K. A.: Nasofrontal connections; study 
based on 100 consecutive dissections, *322 

Kobrak, H.: Acoustic stimulation of inner ear 
by application of sound into cavity of 
middle ear, *39 

Relation of stapedius reflex to hearing sensa- 

tion in man, *671 

Kramer, R.: Bronchoscopic study of carcinoma 
of lung; analysis of 300 cases of bronchial 
carcinoma with 100 postmortem examina- 
tions, *526 


Labia Vocalia: See Larynx, paralysis 
Labyrinth: See also Nystagmus; Reflex 
acute otitis media, hemorrhagic mastoiditis, 
perisinusal abscess, suppurative labyrinth- 
itis, 259 
anatomy and physiology of cupula terminalis 
in ampulla of semicircular canal, 126 
chronic progressive deafness, including oto- 
sclerosis and diseases of inner ear, *694 
chronic suppurative otitis media on left side 
with polypus and acute labyrinthitis, 499 
cytologic study of effects of drugs on cochlea, 
*633 
effect of contraction of muscles in interior of 
ear on movement of stapes, 247 
histologic variations in middle and inner ears 
of patients with normal hearing, *48 
influence of labyrinthine stimuli on 
fleld, 255 
management of labyrinthine infection, 725 
treatment of disorders of internal ear, 595 
vessels of stria vascularis with reference to 
their function, *93 
“Wever and Bray phenomenon’; study of 
electrical response in cochlea with reference 
to its origin, 491 
Larsell, O.: Research report on experimental 
and clinical sinusitis, *18 
Laryngitis: See Larynx, inflammation 
Larynx: See also Vocal Cords 
acute fulminating laryngotracheobronchitis in 
adult, *686 
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Larynx—Continued 
acute laryngotracheitis in children; study of 
43 cases occurring at Children’s Hospital, 
Los Angeles, in epidemic form, during fall 
and winter of 1933-1934, *420 
cancer, surgically treated, statistics in 393 
cases, 249 
carcinoma, inoperable, 257 
carcinoma, plea for more conservative sur- 
gical procedures in certain cases, *295 
carcinoma treated by laryngectomy, 503 
cyst, congenital, 492 
inflammation; obstructive panlaryngitis, 382 
papillomata, with case reports, 382 
paralysis ; anatomic reflected image of mecha- 
nism of false vocal cords in relation to re- 
current nerve, 131, 714 
paralysis; nerve paralyses of undetermined 
cause; réle of nonsyphilitic virus, 249 
paralysis; new treatment for paralysis of 
labia vocalia and for respiratory distur- 
bances in bilateral paralysis of recurrent 
nerve, 599 
paralysis ; reflected image of anatomic mecha- 
nism of false vocal cords in relation to re- 
current nerve, 131, 714 
rare cases of infrequent nondiphtheritic ste- 
nosis of respiratory tract, 713 
tuberculosis, *236 
tuberculosis, requiring — heotomy, *1 
unusual foreign body, 
Lateral Sinus ‘See Thrombosis 
Lawson, L. J.: Cavernous hemangio-endotheli- 
oma of nose, *98 
Leishmaniasis, further studies of kala-azar: 
Leishmania in nasal and oral secretions of 
patients and bearing of this finding on 
transmission of this disease, 255 
Lentine, J.: Acute mastoiditis with complica- 
tions, 500 
Chronic mastoiditis with 
facial paralysis, 497 
Chronic suppurative otitis media on left side, 
mastoiditis and intracranial complications, 
498 
Chronic suppurative otitis media on left side 
with polypus and acute labyrinthitis, 499 
Leshin, N.: Functional examination of hearing, 
*105 
Leukemia, manifestations encountered in oto- 
laryngologic and stomatologic practice, *173 
Lewy, A.: Acute otitis media, hemorrhagic 
mastoiditis, perisinusal abscess, suppurative 
labyrinthitis, 259 
After-care of patients following radical mas- 
toid operation, 259 
Lierle, D. M.: Threshold of feeling in ear in 
relation to sound pressures, *653 
Lillie, H. I.: Anomalous vascular lesion in 
cerebellopontile angle ; severe neuralgic pain 
in ear and profound nervous disturbance ; 
uvperation and recovery, *642 
Lindsay, J. R.: Acoustic stimulation of inner 
ear by application of sound into cavity of 
middle ear, *39 
Paget’s disease and deafness, *580 
Relation of stapedius reflex to hearing sensa- 
tion in man, *671 
Linton, L. D.: Comparison of intradermal and 
intramucosal tests in cases of allergic rhin- 
itis, *679 
Livingston, G. S.: Smoke asphyxia, 721 
Love, A. A.: Manifestations of leukemia en- 
countered in otolaryngologic and stomato- 
logic practice, *173 
Lovesay, B. E.: Meningitis with recovery, 505 
Lungs: See also Respiratory Tract 
abscess, bronchoscopic studies of, *414 
cancer, bronchoscopic study; analysis of 300 
cases of bronchial carcinoma with 100 post- 
mortem examinations, *526 
cancer; pulmonary metastasis from hyper- 
nephroma with ulceration into bronchus 
simulating primary bronchial carcinoma; 
report of case, *101 
collapse, massive, bronchoscopic aspects, 726 
toxaemia tonsillopulmonalis fulminans infan- 
tum, 712 
Lymphatic system, 
and neck, 261 


exacerbation and 


lymphatic vessels of head 
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McKay, D. R.: Simple manikin with electrically 
actuated bronchus for bronchoscopic dem- 
onstrations, *690 

McNaught, R. C.: Refinement of external fronto- 
ethmosphenoid operation; new nasofrontal 
pedicle flap, *544 

Mandible: See Jaws 

— C.: Surgical repair of facial nerve, 
*45 


Mastoid, secondary cholesteatoma; development, 
destructive effect, classification and influ- 
ence on pneumatization of mastoid, 378 

Mastoidectomy, after-care of patients following 
radical mastoid operation, 259 

diagnostic difficulties in convalescent stage, 
122 


primary skin graft in modified (Bondy) radi- 
cal mastoidectomy for preservation of hear- 
ing in cases of genuine cholesteatoma, *222 

variation of pedicle flap for epitheliation of 
radical mastoidectomy cavity, *469 

Mastoiditis: See also Otitis Media 

acute, and nephritis, 597 

acute, complicating lateral sinus thrombosis, 
490 


acute, with complications, 500 
chronic suppurative otitis media on left side, 
and intracranial complications, 498 
chronic, with exacerbation and facial paral- 
ysis, 497 
hemolytic streptococcal septicemia complicat- 
ing mastoid disease, 377 
hemorrhagic, acute otitis media, perisinusal 
abscess, suppurative labyrinthitis, 259 
puncture of internal jugular vein in, *29 
Maxillary Bone: See Jaws 
Sinus: See Antrum 
Maytum, C. K.: Pulmonary metastasis from 
hypernephroma with ulceration into bron- 
chus simulating primary bronchial carci- 
noma; report of case, *101 
Meningitis, circumscribed, of Broca’s center 
with symptoms of abscess of temporal lobe, 


contributions to pathologic anatomy of ear, 
378 


epidemic cerebrospinal, aural complications 
of, 
otitic ; intra-uterine and neonatal otitis; study 
of 7 cases including case of otitic menin- 
gitis, *78 
with recovery, 505 
Mertens, P. S.: Carcinoma of larynx treated by 
laryngectomy, 503 
Foreign body in bronchus, 504 
Tumor of 1 side of pharynx arising from 
aberrant vessel, 501 
Mesencephalon: See under Brain 
Meyersburg, H.: Rhinitis caseosa; analysis of 
literature and report of case, *449 
Mezz, D.: Rhinitis caseosa; analysis of litera- 
ture and report of case, *449 
Mikulicz’ Disease, pathogenesis and therapy, 130 
Minerals, quantitative determination in inflam- 
matory diseases of nose and of nasal 
sinuses, 600 
Mononucleosis, infectious; relationship between 
agranulocytosis and infectious mononucleo- 
sis, 385 
Monson, L. P.: Treatment of nasal hemorrhages 
by use of sclerosing solutions, *487 
Mouth, influencing bacterial content of oral 
cavity by exclusion of nasal respiration, 254 
manifestations of leukemia encountered in 
and stomatologic practice, 
73 


Muck Test: See Adrenal Preparations 

Mucous Membrane: See Nose; Respiratory 
Tract ; etc. 

Muscles, relation of stapedius reflex to hearing 
sensation in man, *671 

Mycosis fungoides, ulceration of nose and face 
caused by, 255 

Myers, D.: Variation of pedicle flap for epi- 
theliation of radical mastoidectomy cavity, 
*469 

Myerson, M. C€.: Tuberculosis of larynx re- 
quiring tracheotomy, *1 

Myoblastoma of tongue, 256 
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Nares: See Nose 
Nasopharynx, clinical bacteriology of postnasal 
space technic, 248 
cysts and retention abscesses of, 129 
malignant tumors of epipharynx, *149 
treatment of adenoid septicemias by crushing 
vegetations with finger, 380 
Neoplasms: See Cancer; Tumors 
Nephritis and acute mastoiditis, 597 
Nerves: See also Neuralgia; Paralysis 
acoustic, tumors, diagnosis of, 124 
development of nuclei and tracts related to 
acoustic nerve in pig, 489 
facial, surgical repair, *458 
nasal, new clinical form of syndrome, 383 
operative exposure of facial canal with re- 
moval of tumor of greater superficial 
petrosal nerve, *573 
Paralysis: See under Paralysis 
Recurrent: See Larynx, paralysis 
Nervous System: See also Brain; Cerebellum; 
Nerves; Reflex; etc. 
anomalous vascular lesion in cerebellopontile 
angle; severe neuralgic pain in ear and 
profound nervous disturbance; operation 
and recovery, *642 
sympathetic, blocking with procaine hydro- 
chloride in therapy of ozena, 253 
Neuralgia, anomalous vascular lesion in cere- 
bellopontile angle; severe neuralgic pain in 
ear and profound nervous disturbance; 
operation and recovery, *642 
Neurinoma, operative exposure of facial canal 
with removal of tumor of greater superficial 
petrosal nerve, *573 
Neurotropism: See Larynx, paralysis 
Neutropenia, Malignant: See Angina, agranulo- 
cytic 
New-Born Infants, intra-uterine and neonatal 
otitis; study of 7 cases including case of 
otitic meningitis, *78 
nasal origin of septicemia in, 715 
New York State Department of Health, thera- 
peutic use of concentrated streptococcus 
serum in patients with infections of ear, 
nose and throat, 493 
Newhart, H.: Performance characteristics of 
electrical hearing aids for deaf, *617 
Nose: See also Nasopharynx 
Accessory Sinuses: See Sinuses, Nasal 
cavernous hemangio-endothelioma of, *98 
cosmetic correction of defects of tip of nose, 
254 
does presence of diphtheria bacilli in nose 
and auditory meatus involve danger of infec- 
tion for persons in environment of bacillus 
carrier? 494 
effect of closure of nostril on olfactory mucous 
membrane and on bulbus and tractus olfac- 
torius, 384 
ephedrine in physiologic solution of sodium 
chloride and lateral head-low posture in 
treatment of nose and sinuses, *344 
facial and dental deformities due to perennial 
nasal allergy in childhood, 492 
further studies on kala-azar; Leishmania in 
nasal and oral secretions of patients and 
bearing of this finding on transmission of 
this disease, 255 


hemorrhages, treatment by use of sclerosing 
solutions, *487 
improved intranasal packing; rubber pneu- 


matic pack, *232 
Inflammation: See Rhinitis 
investigation of part played by 

sensitization, as factor in predisposing 

mucous membrane of nasal passages and 
paranasal sinuses to infection; its bearing 

on treatment of disease of these cavities, 252 
nasal antidiphtheria vaccination, 253 
nasofrontal connections; study based on 100 

consecutive dissections, *322 
obstruction, quantitative study; new method, 

*475 
plastic correction of saddle nose, 715 
polypi; chronic suppurative otitis media on 


allergy, or 


left side with polypus and acute labyrinth- 
itis, 499 

refinement of 
operation ; 
*544 


fronto-ethmosphenoid 
pedicle flap, 


external 
new nasofrontal 
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Nose—Continued 
resection of septum for checking habitual 
nasal hemorrhages, 254 
rhinoplasty, some practical observations, 263 
septum ; hemangioma, report of 3 cases, *682 
septum; hematoma and abscess and their 
complications, 602 
therapeutic use of eoncentrated streptococcus 
serum of New York State Department of 
Health in patients with infections of ear, 
nose and throat, 493 
tip completely severed and sutured 3 hours 
after accident, 132 
ulceration of nose and face caused by mycosis 
fungoides, 255 
ventilation of nose and accessory sinuses ; 
oscillograph method of investigation, 250 
Novak, F. J.: Registry in otolaryngological 
pathology ; Army Medical Museum, 733 
Nystagmus: See also Reflex 
influence of variations of oxygen and carbon 
dioxide tension in inspired air on hearing, 
nystagmus and after-images, 723 
response of cross-eyed patients to vestibular 
examination; normally incited nystagmus; 
hypo-excitability of vestibule; asymmetri- 
cally incited nystagmus, 377 


Occipital Bone, spheno-occipital chordoma; re- 
port of case, *588 
Olfactory Tract: See under Brain 
Ophthalmoplegia: See Eyes, paralysis 
Osborne, R. L.: Influence of hygroscopic agents 
glycerin and di-ethylene glycol—on irri- 
tation from cigaret smoke, *306 
Oscillography: See Respiration 
Osler’s Disease: See Telangiectasis 
Osteitis deformans, histologic changes in tem- 
poral bone in Paget’s disease, *57 
Paget’s disease and deafness, *580 
Osteogenesis Imperfecta: See Bones, fragility 
Otitis Media: See also Mastoiditis 
acute, hemorrhagic mastoiditis, perisinusal 
abscess, suppurative labyrinthitis, 259 
acute suppurative, treatment by syringing 
with alcohol, 245 
chronic, bacteriology and pathology, 247 
chronic suppurative, on left side, mastoiditis 
and intracranial complications, 498 
chronic suppurative, on left side with polypus 
and acute labyrinthitis, 499 
contributions to pathologic anatomy of ear, 
378 
in infancy, 126 
intra-uterine and neonatal; study of 7 cases 
including case of otitic meningitis, *78 
latent, histopathology in infants, 492 
morphologic development of middle ear in re- 
lation to pathogenesis, course and treatment 
of otitis media in children, 246 
of infants and relation between otitis and 
intoxication, 491 
primary skin graft in modified (Bondy) radi- 
cal mastoidectomy for preservation of hear- 
ing in cases of genuine cholesteatoma, *222 
radical operation through auditory canal, 598 
Oto-Audion: See Hearing, tests 
Otolaryngologic societies, directory of, 136, 
390, 508, 616, 736 
Otolith Apparatus: See Ear; Reflex 
Otorhinolaryngology and related fields, conserva- 
tive diathermy in, 716 
surgery; experiences with magnifying spec- 
tacles in, 387 
therapeutic value of gold preparation, 495 
Otosclerosis, chronic progressive deafness, in- 
cluding otosclerosis and diseases of inner 
ear, *694 
contributions to 
378 


266, 


pathologic anatomy of ear, 


development of otic capsule; fetal and infan- 

tile changes in fissular region and their 
probable relationship to formation of oto- 
sclerotic foci, *509 

Oxygen, influence of variations of oxygen and 
carbon dioxide tension in inspired air on 
hearing, nystagmus and after-images, 723 

Ozena: See Rhinitis, atrophic 


Pack, improved intranasal packing ; 
matic pack, *232 
Paget's Disease of Bones: See Osteitis deformans 


rubber pneu- 
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Palmer, M. P.: 
*349 


Saw-knife for tonsillectomy, 


Papilloma of larynx with case reports, 382 
tuberous hypertrophy of palatine tonsils, 710 
Paralysis: See also Eyes, paralysis; Hemi- 
plegia; ete. 
bilateral abductor, tracheotomy with use of 
valve inner tube in, 258 
facial; chronic mastoiditis with exacerbation 
and facial paralysis, 497 
Laryngeal: See Larynx, paralysis 
operative exposure of facial canal with re- 
moval of tumor of greater superficial 
petrosal nerve, *573 
Recurrent: See Larynx, paralysis 
Parkinson, S. M.: Ephedrine in physiologic 
solution of sodium chloride and lateral 
head-low posture in treatment of nose and 
sinuses, *344 
Patterson, N.: Carcinoma of larynx; plea for 
more conservative surgical procedures in 
certain cases, *295 
Pavlov’s Reflex: See Reflex, conditioned 
Pearlman, S. J.: Heredofamilial telangiectasis 
or Rendu-Osler-Weber disease, 257 
Malignant tumors of epipharynx, 149 
Penfield, W.: Operative exposure of facial canal 
with removal of tumor of greater superficial 
petrossal nerve, *573 
Peritonsillar Spaces: See Tonsils 
Perlman, H. B.: Acoustic stimulation of inner 
ear by application of sound into cavity of 
middle ear, *39 
Paget’s disease and deafness, *580 
Relation of stapedius reflex to hearing sensa- 
tion in man, *671 
Petrositis: See under Temporal Bone 
Petrous Bone: See Temporal Bone 
Pharynx: See also Nasopharynx 
endotheliomas of, 712 
hemorrhage, hemiplegia following ligation of 
carotid artery for, 729 
tumor of 1 side arising from aberrant vessel, 
501 
Phlegmon, Gas: 
Phonasthenia : 
Phonation: See under Voice 
Phonetics: See under Voice 
Physical therapy, scope in otolaryngology, *429 
Plasmacytoma of petrous temporal bone and 
base of skull, 245 
Pneumonia, pulmonary involvement after ton- 
sillectomy, 710 
Poirier, G. H.: Meningitis with recovery, 505 
Poisons and Poisoning: See under names of 
poisonous substances 
Polvogt, L. M.: Histologic variations in middle 
and inner ears of patients with normal 
hearing, *48 
Polypi: See Nose, polypi 
Posture, ephedrine in physiologic solution of 
sodium chloride and lateral head-low pos- 
ture in treatment of nose and sinuses, *344 
Psychology, individual psychologic studies on 
stutterers, 134 
Puberty: See Adolescence 


See under Gangrene 
See under Voice 


Queckenstedt Test: 
pressure 


Radiations: See under names of various organs 
and diseases 
Mitogenetic: See Cells, division 
Radium, Therapy: See under names of various 
diseases 
Reflex, conditioned ; function of cortical auditory 
centers; results of studies by means of 
Pavlov’s conditioned reflexes, 595 
stapedius, relation to hearing sensation in 
man, *671 
Tullio’s acoustic reflexes, 247 
Reger, S. N.: Threshold of feeling in ear in 
relation to sound pressures, *653 
Registry in otolaryngological pathology; Army 
Medical Museum, 733 
Reinhard, J. F.: Influence of hygroscopic agents 
—glycerin and di-ethylene glycol—on irri- 
tation from cigaret smoke, *306 
Rendu-Osler’s Disease: See Telangiectasis 
Respiration, nasal, influencing bacterial content 
of oral cavity by exclusion of, 254 


See Cerebrospinal Fluid, 


} 
: 
has 
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Respiration—Continued 
new treatment for paralysis of labia vocalia 
and for respiratory disturbances in bilateral 
paralysis of recurrent nerve, 599 
ventilation of nose and accessory sinuses; 
oscillograph method of investigation, 250 
Respiratory Tract: See also Bronchi; Naso- 
pharynx; Nose; Pharynx; etc. 
fault of specialist in failure to recognize 
malignant tumors of upper air and food 
passages, 385 
physiology of, 718 
relations between diabetes mellitus and condi- 
tions in upper air passages, 
removal of foreign bodies from lower air 
passages with aid of Haslinger broncho- 
scope, 134 
Rhinitis, allergic, comparison of intradermal 
and intramucosal tests in, *679 
atrophic; blocking of sympathetic nervous 
system with procaine hydrochloride in ther- 
apy of ozena, 253 
atrophic ; therapy of ozena with viosterol and 
ergotamine tartrate, 601 
caseosa, analysis of literature and report of 
case, *449 
ionization of nasal mucosa; relationship be- 
tween reagins in blood and effect of treat- 
ment; preliminary report, 714 
— origin of septicemia in new-born infant, 
1 


quantitative determination of minerals in in- 
flammatory diseases of nose and of nasal 
sinuses, 600 
Vasomotor: See also Hay Fever 
vasomotor, effect of hot foot baths; observa- 
tions by means of epinephrine probe test, 
253 
vasomotor, nonspecific therapy, 602 
Rhinoplasty: See under Nose 
Rhinoscleroma, is it indigenous disease? 285 
Roentgen Rays, Therapy: See under various 
diseases 
Rosedale, R. S.: Simple manikin with electrically 
actuated bronchus for bronchoscopic dem- 
onstrations, *690 
Rosen, S.: Ventricular puncture preliminary to 
operation for acute suppurative petrositis, *35 


Salinger, S.: Malignant tumors of epipharynx, 
*149 


Rhinoplasty ; some practical observations, 263 
Scala Tympani: See Labyrinth 
Scarlet Fever and diphtheria in tonsillectomized 
children, 248 
following tonsillectomy, 381 
Schall, L. A.: Carcinoma of larynx treated by 
laryngectomy, 503 
Foreign body in bronchus, 504 
Tumor of 1 side of pharynx arising from 
aberrant vessel, 501 
Schur, M. O.: Quantitative study of nasal ob- 
struction; new method, *475 
Schwartz, L. H.: Transilluminator for eyes and 
accessory nasal sinuses, *593 
Sclera, blue sclerotics, fragile bones and deaf- 
ness, 245 
Scleroma: See Rhinoscleroma 
Sclerosing solutions, treatment of nasal hemor- 
rhages by use of, *487 
Semicircular Canal: See Labyrinth 
Septicemia: See also under specific organisms, 
as Streptococci; etc. 
following tonsillectomy, 492 
nasal origin in new-born infant, 715 
treatment of adenoid septicemias by crushing 
vegetations with finger, 380 
Septum, Nasal: See Nose, septum 
Shambaugh, G. E., Jr.: Primary skin graft in 
modified (Bondy) radical mastoidectomy for 
preservation of hearing in cases of genuine 
cholesteatoma, *222 
Shapiro, S. L.: Management of labyrinthine 
infection, 725 
Shea, J. J.: Morphologic characteristics of 
sinuses, *484 
Shrapnell’s Membrane: See Tympanum 
Shuster, B. H.: Vestibular tests; their practical 
application, *646 
Sigmoid Sinus: See under Thrombosis 
Sinus, Frontal: See Frontal Sinus 
Maxillary: See Antrum 
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Sinuses, Nasal: See also Antrum; Frontal 
Sinus; Sphenoid Sinus; etc. 
acute otitis media, hemorrhagic mastoiditis, 
perisinusal abscess, suppurative labyrinth- 
itis, 259 
disease in children, 132 
ephedrine in physiologic solution of sodium 
chloride and lateral head-low posture in 
treatment of nose and sinuses, *344 
investigation of part played by allergy, or 
sensitization, as factor in predisposing 
mucous membrane of nasal passages and 
paranasal sinuses to infection and its bear- 
ing on treatment of disease of these cavi- 
ties, 252 
morphologic characteristics, *484 
quantitative determination of minerals in in- 
flammatory diseases of nose and of nasal 
sinuses, 600 
research report on experimental and clinical 
sinusitis, *18 
set of curets for use in, *104 
sinusitis in children, 493 
surgical therapy in severe manifestations of 
chronic sinusitis, 600 
transilluminator for eyes and accessory nasal 
sinuses, *593 
ventilation of nose and accessory sinuses; 
oscillograph method of investigation, 250 
Skillern, S. R.: Obliterative frontal sinusitis, 
*267 
Skin, graft, primary, in modified (Bondy) radical 
mastoidectomy for preservation of hearing 
in cases of genuine cholesteatoma, *222 
grafts; variation of pedicle flap for epithelia- 
tion of radical mastoidectomy cavity, *469 
Skull: See Cranium 
Smith, A. C.: Medical aspects of aviation, *139 
Smith, W. J.: Acute laryngotracheitis in chil- 
dren; 43 cases occurring at Children’s Hos- 
pital, Los Angeles, in epidemic form during 
fall and winter of 1933-1934, *420 
Smoke asphyxia, 721 
Societies, American Academy of Ophthalmology 
and Otolaryngology, scientific exhibit, 615 
foreign, directory of, 136, 266, 390, 508, 616, 
736 


national, directory of, 136, 266, 390, 508, 616, 


otolaryngologic, directory of, 136, 266, 390, 
508, 616, 736 
Society TRANSACTIONS: 
Chicago Laryngological and Otological Society, 


257, 604, 718 
Massachusetts Eye and Ear Infirmary, 497 


Som, M. L.: Bronchoscopic study of carcinoma 
of lung; analysis of 300 cases of bronchial 
carcinoma with 100 postmortem examina- 
tions, *526 

Sonnenschein, R.: Evaluation of tuning forks 
for use in routine practice and some com- 
parisons with audiometers, 605 

Functional examination of hearing, *105 

Sound, threshold of feeling in ear in relation to 
sound pressures, *653 

Specimens, new method for fixation and prepa- 
ration of gross specimens, 728 

registry in otolaryngological pathology ; Army 
Medical Museum, 733 

Spectacles: See Glasses 

Speech, defects; individual psychologic studies 
on stutterers, 134 

disturbances in cases of otogenic cerebellar 
abscess, 380 
harmony of physiologic and esthetic norm, 133 

Sphenoid Bone, ophthalmoplegia associated with 
bony changes in region of sphenoidal fis- 
sure, 252 

spheno-occipital chordoma;: case report, *588 
Sphenoid Sinus: See also Sinuses, Nasal 
refinement of external fronto-ethmosphenold 
operation; new nasofrontal pedicle flap, 
*544 

Spiesman, I. G.: Influence of variations of 
oxygen and carbon dioxide tension in in- 
spired air on hearing, nystagmus and after- 
images, 723 

Spleen, extract, experiences in treatment of 

allergic diseases, 387 
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Stammering: See under Speech 

Stephenson, B. R.: Simple manikin with electri- 
cally actuated bronchus for bronchoscopic 
demonstrations, *690 

Sternstein, H. J.: Quantitative study of nasal 
obstruction ; new method, *475 

Stevens, H. H.: Simple manikin with electrically 
actuated bronchus for bronchoscopic demon- 
strations, *690 

Stevens, R. W.: Improved intranasal packing ; 
rubber pneumatic pack, *232 

Still’s Disease: See Arthritis deformans 

Strabismus, response of cross-eyed patients to 
vestibular examination; normally incited 
nystagmus; hypo-excitability of vestibule; 
asymmetrically incited nystagmus, 377 

Streptococci, hemolytic streptococcal septicemia 
complicating mastoid disease, 377 

hemolyticus, occurrence in throat of children 
on hospital wards, 380 
therapeutic use of concentrated streptococcus 

serum of New York State Department of 
Health in patients with infections of ear, 
nose and throat, 493 

Stria Vascularis: See Labyrinth 

Stuttering: See Speech, defects 

Swallowing: See Deglutition 


Syphilis, spontaneous rupture of esophagus in, 
255 


Teed, R. W.: 
sitis, *692 
Teeth, facial and dental deformities due to 
perennial nasal allergy in childhood, 492 
gas phlegmon originating in oral infection, 
386 
Telangiectasis, heredofamilial telangiectasis or 
Rendu-Osler-Weber disease, 257 
Temporal Bone, abscess, circumscribed menin- 
gitis of Broca’s center with symptoms of, 
709 
atypical cholesteatoma, 128 
histologic changes in osteitis 
(Paget’s disease), *57 
histologic structure in congenital and late 
osteogenesis imperfecta, 123 
historical note regarding petrositis, *692 
operative exposure of facial canal with re- 
moval of tumor of greater superficial 
petrosal nerve, *573 
plasmacytoma of petrous temporal bone and 
base of skull, 245 
sublabyrinthine inflammation (suppuration of 
aquaeductus cochlae), 378 
ventricular puncture preliminary to operation 
for acute suppurative petrositis, *35 
Throat, occurrence of Streptococcus hemolyticus 
in children on hospital wards, 380 
therapeutic use of concentrated streptococcus 
serum of New York State Department of 
Health in patients with infections of ear, 
nose and throat, 493 
Thrombosis, lateral sinus thrombosis complicat- 
ing acute mastoiditis, 490 
of sigmoid or lateral sinus, report of 30 cases, 
89 


Historical note regarding petro- 


deformans 


Tobacco, influence of hygroscopic agents— 
glycerin and di-ethylene glycol—on irrita- 
tion from cigaret smoke, *306 

Tongue, myoblastoma of, 256 

Tonsillectomy, before, during and after, 248 

enucleation of tonsils in patients who for- 
merly had undergone tonsillotomy, 130 

pulmonary involvement following, 710 

saw-knife for, *349 

scarlet fever and diphtheria in tonsillecto- 
mized children, 248 

scarlet fever following, 381 

septicemia following, 492 

shrinking of uvula following, 711 

with local anesthesia, review based on 500 
cases, 380 

Tonsillitis, chronic, 381 

roentgen treatment of hypertrophied 
and of recurring tonsillitis, 129 

Tonsils, gas phlegmon originating in oral infec- 

tion, 386 

Inflammation: See Tonsillitis 

occurrence of striated musculature in palatine 
tonsils, 711 

palatine, tuberous hypertrophy of, 710 


tonsils 


VOLUME 23 


Tonsils—Continued 
pipe-stem impacted for 15 months, report of 
case, *479 
roentgen treatment of hypertrophied tonsils 
and of recurring tonsillitis, 129 
toxaemia tonsillopulmonalis fulminans infan- 
tum, 712 
Toxemia, otitis of infants and relation between 
otitis and intoxication, 491 
toxaemia tonsillopulmonalis fulminans infan- 
tum, 712 
Trachea, acute fulminating laryngotracheobron- 
chitis in adult, *686 
acute laryngotracheitis in children; study of 
43 cases occurring at Children’s Hospital, 
Los Angeles, in epidemic form, during fall 
and winter of 1933-1934, *420 
bronchial and tracheal catheterization and its 
clinical applicability, 495 
primary adenocystic carcinoma or cylindroma 
of trachea; report of case, 604 
stenosis, rare cases in childhood, 494 
Tracheotomy, story of, 133 
tuberculosis of larynx requiring tracheotomy, 
*] 
with use of valve inner tube in case of 
bilateral abductor paralysis, 258 
Tremble, G. E.: Operative exposure of facial 
canal with removal of tumor of greater 
superficial petrosal nerve, *573 
Tullio’s Reflex: See under Reflex 
Tumors: See also Cancer; Cholesteatoma ; Endo- 
thelioma; Fibroma; Hemangioma; Neuri- 
noma ; etc.; and under names of organs and 
regions 
of acoustic nerve, diagnosis of, 124 
Tuning Forks: See under Hearing, tests 
Tympanum, nerves and ganglions of tympanic 
cavity in rats and guinea-pigs, 379 
primary skin graft in modified (Bondy) radi- 
cal mastoidectomy for preservation of hear- 
ing in cases of genuine cholesteatoma, *222 


Ulcer: See under names of organs and regions, 
as Bronchi; Nose; etc. 
Uvula, shrinking after tonsillectomy, 711 


Van Alyea, 0. E.: Ostium maxillare; anatomic 
study of its surgical accessibility, 731 
Veins, internal jugular, puncture in cases of 

mastoiditis, *29 
jugular, effects of compression on ear, 246 
Vestibular tests, their practical application, 
*646 


Vinson, P. P.: Esophagitis; anatomy and physi- 
ology and review of literature, *391 
Esophagitis; pathologic and clinical 
*550 
Pulmonary metastasis from hypernephroma 
with ulceration into bronchus simulating 
primary bronchial carcinoma; report of 
case, *101 
Vision, influence of labyrinthine stimuli on 
visual fleld, 255 
influence of variations of oxygen and carbon 
dioxide tension in inspired air on hearing, 
nystagmus and after-images, 723 
Vocal Cords, reflected image of anatomic mecha- 
nism of false vocal cords in relation to re- 
current nerve, 131, 714 
Voice, reflected image of anatomic mechanism 
of false vocal cords in relation to recurrent 
nerve, 131, 714 
sound plate registration of voice disturbances 
during puberal change of voice, 383 


Wallace, G. B.: Influence of hygroscopic agents 
glycerin and di-ethylene glycol—on irri- 

tation from cigaret smoke, *306 

Webb, R. L.: Lymphatic vessels of head and 
neck, 261 

Weber-Rendu-Osler’s Disease: See Telangiectasis 

Weidemann, J. A.: New method for fixation and 
preparation of gross specimens, 728 

Weidlein, I. F.: Hemangioma of nasal septum ; 
report of 3 cases, *682 

Wever-Bray Phenomenon: See Labyrinth 

Wilson, J. G.: Histologic changes in temporal 
bone in osteitis deformans (Paget’s dis- 
ease), *57 

Wolf, G. D.: 

Wood, G. B.: 


study, 


Improved antrum needle, *229 
Laryngeal tuberculosis, *236 
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